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MEMORANDUM FOR: 


Director of Communications 


FROM 


SUBJECT 


Janes II. McDonald 
Director of Logistics 

Communications Requirements for 
I’Y 1979 - 1981 


REFERENCE 


Mono dtd 24 Jan 77 to DD/A fm D/OC, 

same subject (DD/A 77-0431, OL 7 0440) 


1* accordance with referent memorandum, we have 
reviewed our communications requirements for the period 
FY 1979 - 1983. The requirements previously provided 
for the period FY 1978 - 1982 remain unchanged. Additional 
requirements are as follows: 


a. A secure automated voice/data link (AVD) 
between the Off ice of Logistic s (OL) in th« 


Building and the 




A secure data link between OL in the 
Building and the computerized 


ue tense supply Agency system known as the Defense 
Auto Addressing System in Dayton, Ohio. 


STAT 


STATINTL 



ADMINISTRATIVE - INTERNAL USE ONLY 




